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mission upon application of the utility. If in such case compliance with
the rule would cost more than the results of such compliance are worth
to the public and gas consumers, it may be permanently set aside by the
Commission. (Filed, secretary state's office-August 4, 1937.)
Rule 3. Definition. In the interpretation of these rules the word "Com-
mission shall be taken to mean the Railroad Commission of South Caro-
lina; the word "utility" shall be taken to mean any person, firm, corpora-
tion, except municipalities or agents thereof, engaged in the business of
supplying manufactured gas to domestic, commercial, or industrial users
within this State; and the word "consumer" shall be taken to mean any
person, firm, corporation, municipality, or other political sub-division of
the State supplied by any such utility. (Filed, secretary state's office-
August 4, 1937.)
RECORDS AND REPORTS
Rule 4. Records. (a) A complete record shall be kept of all tests and
inspections made under these rules as to the quality or condition of
service which it renders.
(b) All records of tests shall contain complete information concerning
the test, including the date, hour, and place where the test was made;
the name of the person making the test and the result.
All records required by these rules shall be preserved by the utility
for at least two years after they are made. Such records shall be kept
within the State at the office or offices of the utility, and shall be open
for examination by the Commission or its representatives at all reasonable
hours. (Filed, secretary state's office-August 4, 1937.)
Rule 5. (a) Reports to Commission. Each utility shall, at such times
and in such form as the Commision shall prescribe, report to the Com-
mission the results of all tests required to be made or the information
contained in any records required to be kept by the utility.
Rule 5. (b) Each utility operating in the State shall make an annual
report to the Commission giving such information as the Commission may
direct. (Filed, secretary state's office-August 4, 1937.)
GENERAL SERVICE PROVISIONS
Rule 6. Inspection of Plant and Equipment. (a) Each utility shall
maintain its plant, distribution system, and facilities at all times in proper
condition for use in rendering safe, adequate and continuous service.
(b) Each utility shall, upon request of the Commission, file with the
Commission a statement regarding the condition and adequacy of its
plant, equipment, facilities and service in such form as the Commission
may require. (Filed, secretary state's office-August 4, 1937.)
Rule 7. Interruption of Service. Each utility shall keep a record of
any condition resulting in any interruption of service affecting its entire
system or major division thereof, including a statement of the time, dura-


